To:  Manzaniiia,  Enrique[Manzanilla. Enrique@epa.gov] 

Cc:  Zito,  Kelly[ZITO.KELLY@EPA.GOV];  Alien,  HarryL[Allen. HarryL@epa.gov];  Nattis, 

Randy[Nattis. Randy@epa.gov];  Wise,  Robert[Wise. Robert@epa.gov];  Harris-Bishop,  Rusty[Harris- 
Bishop.Rusty@epa.gov];  Hubbard,  Secody[Hubbard.Secody@epa.gov] 

From:  Yogi,  David 

Sent:  Mon  8/1 0/201 5 3:09:03  AM 

Subject:  Re:  Gold  King  Mine  spill  - Private  Well  Testing 

FYI 

Not  sure  you  all  saw  this,  but  following  press  release  issued  yesterday; 
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NAVAJO  TRIBAL  UTILITY  AUTHOHITY 

Aft  Eni^tprise  of the  NtOion  Since  i9S9 


08  August  2015 
Contact;  NTUA  Public  Affaire:  928-729-6221 


NTUA  CONTINUES  MONITORING  WATER  SITUATION 


Fort  Defiance.  AZ.  - The  Navajo  Tribal  Utility  Authority  is  working  closely  w/ith  the  Navajo  Nation. 
State  and  Federal  agencies  regarding  the  water  waste  spill  from  the  suspended  Gold  King  mine  in 
southwest  Colorado.  Like  other  northern  New  Mexico  communities,  NTUA  was  notified  that  an 
estimated  1 million  gallons  of  mine  waste  was  released  into  the  Animas  River,  which  is  a tributary  to  the 

San  Juan  River. 


Since  the  notification,  NTUA  has  remained  in  close  contact  with  monitoring  agencies,  including  the 
Navajo  Nation  Environmental  Protection  Agency,  and  the  U S.  Environmental  Protection  Agency. 
Officials  emphasize  that  there  is  no  threat  to  the  drinking  water  from  the  split  - that  includes  the  NTUA 
water  system  in  the  northern  New  Mexico  part  of  the  Navajo  Nation. 

According  to  NTUA  Deputy  General  Manger  Rex  Kontz,  the  NTUA  water  system  from  Farmington  to 
Beclabito  Is  not  impacted.  He  said  all  NTUA  water  systems  along  that  route  are  fed  from  a different 
system  Isolated  from  the  San  Juan  River.  This  alternate  system  is  also  part  of  another  larger  water 
storage  system.  Authorities  estimate  that  the  water  system  storage  amount  is  expected  to  contain  45 
days  of  water. 


However,  as  a precautionary  measure,  NTUA  has  shut  down  the  water  treatment  facility  in  Mexican 
Hat,  Utah  that  provides  service  to  small  community  of  Halchita,  Utah,  it  will  remain  shut  down  until 
NTUA  receives  a notice  from  monitoring  agencies.  The  Water  Treatment  facility  pulls  and  treats  water 
from  the  San  Juan  River.  Because  of  the  spill  incident,  NTUA  immediately  shut  down  the  facility  until 
further  notice.  In  the  meantime,  the  NTUA  Kayenta  District  is  refilling  the  community  water  tank. 
Customers  are  asked  to  minimize  water  use  as  the  water  tank  will  be  routinely  refilled. 


As  another  precautionary  measure,  the  two  water  wells  in  Montezuma  Creek,  Utah  have  been  pulled 
off-line.  The  community  water  system  is  being  re-routed  from  another  source.  NTUA  has  pulled  those 
systems  off  line  until  further  notice.  The  water  is  being  re-routed  from  another  water  source  not  directly 
connected  to  the  San  Juan  River. 

NTUA  is  actively  part  of  regional  response  team  working  on  the  spill  issue  and  is  in  direct  contact  with 
the  Navajo  Nation  Emergency  Management  Response  Team.  NTUA  will  also  provide  periodic  updates. 


#### 
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Sent  from  my  iPhone 
Sent  from  my  iPhone 

On  Aug  9,  2015,  at  9:00  PM,  "Manzanilla,  Enrique"  <Manzanilla.Enrique@epa.gov>  wrote: 


We  will  look  at  it.  Not  sure  it  makes  sense  to  ask  people  to  bring  in  samples. 
Chain  of  custody  issues.  Better  to  do  it  like  region  8 is  doing  it.  Go  to  folks  that 
request  it.  but  what  do  I know. 


From:  Zito,  Kelly 

Sent:  Sunday,  August  9,  2015  7:49  PM 

To:  Manzanilla,  Enrique;  Allen,  HarryL;  Nattis,  Randy;  Harris-Bishop,  Rusty 
Subject:  Fwd:  Gold  King  Mine  spill  - Private  Well  Testing 

Is  this  useful  for  Navajo  Nation..? 

Kelly 

Sent  from  my  iPhone 
Begin  forwarded  message: 


From:  "Russo,  Rebecca"  <Russo.Rebecca@epa.qov> 
Date:  August  9,  2015  at  7:47:18  PM  PDT 

Subject:  Gold  King  Mine  spill  - Private  Well  Testing 


Hi  all, 

Please  find  attached  a flyer  regarding  private  well  testing  that  was  issued  today. 
Rebecca 


Rebecca  A.  Russo 

Region  8 Congressional  and  Intergovernmental  Liaison 
Office:  303-312-6757 
Cell:  303-204-1930 
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<150809FLYR-San_Juan_County_private_well_testing_info.pdf> 
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